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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard ( Reaffirmed 2001 ) 

DIMENSIONS FOR MODULAR UNITS FOR 

MACHINE TOOL CONSTRUCTION— TENON DRIVE AND 

FLANGES FOR MOUNTING MULTI-SPINDLE HEADS 



m'' 



1, Scope — Specifies certain dimensions relating to the interchangeabllity of tenon drive and flanges 
for mounting multi-spindle heads on modular units such as, quill feed units and quill feed units with 
adjustable slide for tool changing. 

2. Dimensions 

2.1 The dimensions of flanges for mounting multi-spindle heads shall be as given in Table 1. 



TABLE 1 DIMENSIONS FOR FLANGES FOR MOUNTING MULTI-SPINDLE HEADS 

All dimensions in millimetres. 
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Nominal 

Drive 
Shaft Dia 

d. 


Spigot 
Dia 


Pitch 

Circle 

Dia 

d, 
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Dia 
d. 


Clearance 
Holes to 

Suit 
Bolt Size 
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Width of 
Drive 
Tenon 
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EXPLANATORY NOTE 

This standard is based on ISO 3476-1975 'Modular units for machine tool construction-- Tenon 
drive and flanges for mounting multi-spindle heads' issued by the International Organization for 
Standardization ( ISO ). 
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